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25X1A 


ATTN i 


"OGC Has Reviewed* 

Office ef Direct*®? 

fecial Ckretractihg Office 
Office of the General Counsel 


/. 5 ' A ’' 7 y- 


19 Dee«’i»er IS- 52 


n imw alfl cation of Foreign Pests 

REFERENCE* Ifeaorandun fror Personnel director dated^l6 epte ^er 19^2 ■, 

Sfearafandoa £rea Chief, Division «f Near Sw»t and .Africa, to - o. sonra 1 

Director, dated 22 August 1952. 

1* The referenced, aerocrand* present the question whet icr the 
gran ting of allowances for an, unclassified post, at the lew 1 of i» o, 
loweet rates for a classified poet within the country* MF cx “ 
beyond m initial ei* amth period as provided by neotims 
i <2 end i*52 of the standardised Allowance Regulations. A i»hougn 
♦ki« office perceives nc legal objection to extension beym 1 the 
initial six wsxfahsj adadnistrative considerations not genatic to 
this discussion would thpesr tn dictate that unclassified posts be 
classif ied et the earliest possible rmrnit after assigaei«fii of per- 
sonnel to such posts* 


2. 


Executive Girder 10130, 

.as bgr the Bl. . 
providoa la pr-rts 




;tions Belating to the G w ttrtJ Sj 
eT '^yrCral Tntelli gor- ce7 ' eT7^ 


to the Oranti ng 


H .*,*l* The allowances granted by the & rector oi 
Central Intelligence under section 5(b) of the Central 
Intelligence Agency Act of 19U9 shall conform to the 
allowances granted by the Secretary of State in aceorr - 
anca with the regulations prescribed by hia.».aa to 
places or odtd er with respect to which such regulable* .s 
arm applicjfclei and as tf 

ia 




s® rates. eonte ned 

te. 


2, Tho Director of Central Intelligence nay ore- - 
cribs such further regulations as he s^ay deera necesna 
to eff set-rate the purree* of this order.,.." (Ersphiie a 
supplied) 

So of section of the Confidential Fund* Itegul itions is 

ralatse to post allowances, i»; the iapleiBent at i on of the etphasis-xt 
portion of the foregoing Executive Order authority. In coisequen jo, 
sections 3.52 mi h*$2 of the Standardised Government Civilian Al- 
lowance Regulations (Foreign Arens) are only binding cm thus Agenijy 
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Insofar as they establish a method for initial doter^iiatioa o. ‘ the 
rate at sftiich (kmcsjaerit employee# shall be paid quarters a M ,;ost 
allowaaeea at uacLis sifted posts* (They do net relate to the grant 
of quarters and post allowances or the right oi an employee to re- 
ceive quarter® or post allowances* ) As stated above, however, "... 
the allowance® granted.*, shall oorfom, so far as practicable, to the 
general standards anti rates,*, M 

3* Informal Inquiry at State Oegwirtaant indicate® that a: ‘tor 
assignment of personnel to an unclassified post, a tentative ehssei- 
fication of the post is established m the basis of flbtail Rrii-e 
Schedules sulxaittocl by the employe os upon arrival at the unclassified 
post* This initial or preliminary claaeili cation 1® establish* d at 
a level lower than tire anticipated final claaeificat-.cn (to av id 
possible o©lloation problems), %<m submission of final detailed 
information from the area, the post s classified and this olansifi- 
catlcn is reti*oactiVfi to the date of arrival at the post* Let* r 
reclaaslfieation of a post >as only prospective effect, 

U. Although a request for classification of a -post night be 
forwarded to the “>tate 9r;)a?taant, it is dircretionaiy with thus 
*€«W in accordance with the provisions of xecutiv o Order 1010b, 

CZA may establish u claasificatiao until such tin© as State fear? 
acted. At that tins, the classification established by vould 

control. 

5m Fro i the foregoing it is seen that failure of this Agmcy 
to classify a post, or to request clnssifi cation by the State Jepart- 
aent, way not operate to preclude the payment of post (Ollovanc s to 
personnel stationed at unclassified posts* Failure to detewtU .e a 
preliminary alaaaifioation would leave the rate of the lowest j-ost 
in the country of a3r%j®*«it as the effective rate* I stabllsh ent 
of classification night well create a new rate effective upon < ate 
of arrival at the post with the co i3*squeni adjustment of all owmac® 
due the individual. 

6, With reference to the specific ease presented by M/A ,ac. 
in the absence of port classification.;, the obvious intent of tt e 
contract provisi on is to grant quarters and cos fe-cf -living all *-waao<a» 
**at the aajdjwaa rate® prescribed in the Standardised Oeversaeal Givi- 
lian Regulation®, n The rate provided by the Standardised (Jove: «aant 
Allowwiee Regulations at that time m$ the lowest rate for a cT ausi- 
fied poet within the country of aest^psaBgt, Here the post to be 
classified by State hepartacat, ptt/maxt under this p revision a. ould 
be adjusted accordingly* Zi the absence of classification, tl u dura- 
tion of the rate thus established at the outset would continue for 
the duration of the contract. 
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?* The other questions presented having been answered by the 
discussion above, a specific answer is not presented, for eerh one. 
W« will glad to assist in my further questions you. say have on 
problems that try anise in inplemating the provisions of Sracratlvr 
Order 10100. 


25X1 A 


chaent «* 


to P 


y dft t* <1 


22 August 195*2, 


OGO/JQOjiau 


Distribution - 

Oria ** Addressee 

!i - 00C 
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